2650 


HARYANA GOVT GAZ ., OCT. 26 , 1982 (KRTK . 4 , 1904 SAKA) 


[ PART I 


an 


No. D /FD /211/82/ 47909.- Whereas the Governor of Haryana is of the opinion that 
industrial dispute exists between the workman Shri Ram Nagina and the management of M /s Kalkaji 
Engincering Co. plot No. 248 Sector 24 , Faridabad , regarding the matters hercinaſter appearing ; 


the Governor 


And whereas 
for adjudication ; 


of Haryana considers it desirable 


to refer the 


disputo 


Now , therefore , in exercise of the powers conferred by clause (d ) of sub-section (i) of section 10 of 
the Industrial Disputes Act , 1947 , the Governor of Haryana hereby refers to the Industrial Tribunal, Haryana 
Faridabad , constituted under section 7 - A of the said Act , the matter specified below , being either matter 
in dispute or mattis relevant to or connected with the dispute as between the said management and the 
workman for adjudication : -- 


( 1) Whether the termination of service of Shri Ram Nagina was justified and in order ? If not, 

to what relief is he entitled ? 


No. 1D / FD / 137 /82/47916.- Whereas the Governor of Haryana is of the opinion that Industrial 
Dispute exists between the workma Shri Sivam Lal and the management of M /s Shree Ganesh Synthe 
tics Pvt . Ltd .. Plot No. 10 , Sector 5 , Faridabad , regarding the matters heroinaft : appearlag ; 


And whereas the Governor of Haryan : considers it desirable to refer the dispute for adjudication ; 


Now , therefore, in exercise of the powers conferred by clause (d ) of sub -section (1) of section 10 
of Industrial Disputes Act, 1947, the Governor of Haryana hereby refers to the folustrial Tribunal, 
Haryana , Faridabid constituted under section 7- A of the said Act , the matters spocified below , being 
either in dispute or matter relevint to or connected with the dispute as between the suid management 
and the workman for adjudication : - 


Whether the termination of service of Shri Shyam Lal was justified and in order ? If not , 

to what relief is he entitled ? 


No. (D / FD /226 / 82 /47923 . Whereas the Governor of Haryana is of the opinion that an indus 
trial dispute exists between the workman Shri Jeevan Nath and the nanagemeat of M /s Orient Electrical 
Insulation ( Pvt . ) Ltd. , 5 ), Indistrial Arei . V. I. T. , Faridabad , regarding the nitter hereinafter 
appearing i 


And whereas the Guvernor of Haryani considers it desirable to refer the dispute for 
adjudication ; 


Now , therefore , in exercise of the p .)wers conferred by clauze (d ) of sub - section (1) of section 
10 of the Industrial Disputes Act, 1947 , theGroor of Haryan hereby refers to the Industrial 
Tribunal, Haryana, Faridabad , chazitute un ler section 7 -A of the said Azt , raitter specified 
below being either mitter in dispite or mitter relevant to or connected with the dispute as between 
the said managemeat and the workmin for adjudication : 


Whether the termination of service of Shri Jeevan Nath 

to what relief is he catitled ? 


was justified and in order ? If not, 


No. ID /FD /225 /82/47930 .---Whereas the Governor of Haryana is of the opinion that Industrial 
Dispute exists between the workman Shri Shyam Lal and the management of M /s. Electronics Limited , Plot 
No, 26 , N.I.T .. Faridabad . regarding the matter hereinafter appearing ; 


And whereas the Governor of Haryana , considers it desirable to refer the dispute for adjudication : 


Now , therefore , in exercise of the powers conferred by clause (d ) of sub - section (0) of section 
10 of the Industrial Disputes Act, 1917 , the Governor of Haryana hereby refers to the Industrial Tribunal 
Haryana , Faridabad , co Istituted under section 7.4 of the said Act, the matters specified below , being 
either in dispute ur matter relevant to or connected with the dispute as between the said management and 
the workman for adjudication : 


Whether th : termination of service of Shri Shyam Lal was justified and in order ? If not, to 

what relief is he entitled ? 


